ROYAL PALACE OF THE LAST NATIVE QUEEN OF MADAGASCAR

Ranavalona III who died in 1917, governed the island with the help of her husband, the
Prime Minister, from 1883 until 1896. She was deposed by the French and deported to
Algiers in 1899 Her palace, crowning a steep street in Antananarivo, is an important-loot-
ing stone structure of three stories, with a high pitched roof and a turret at each corner.
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